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Brake,  C.  M.  -  62-18,  63-1,  63-16,  63-22,  63-32,  65-27. 

Brecher,  G.  A.  -  69-23,  70-2,  71-22,  72-8. 

Brecher ,  M.  H.  -  69-23,  70-2,  71-22. 

Broadhurst ,  J.  L.  -  72-30. 

van  Brummelen,  A.G.W.  -  65-8. 

Bruni,  C.  B.  -  69-6,  69-16. 

Burr,  M.  J.  -  68-4,  71-11,  75-10,  75-14,  76-11,  78-20,  81-2, 

82-3,  82-4. 

Busby,  D.  E.  - 77-11. 

Capps,  M.  J.  - Tech.  Pub.  #1 ,  64-14,  65-1,  65-2. 

Carroll,  J.  J.  - 70-16. 

Chandler,  R.  F.  -  68-24,  72-27,  74-4,  76-9,  77-11,  78-6,  78-12,  78-23, 

78-24,  79-17,  80-12,  82-8. 

Chase,  R.  C.  - 72-4. 

Chesterfield,  B.  P. - 80-13,  81-7. 
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Name 


Report 


Chiles,  W.  D.  -  69-6,  69-9,  69-10,  69-14,  69-16,  71-17,  71-28,  72-5 

72-11,  72-19,  72-21,  74-10,  75-10,  75-14,  76-1, 
76-11,  77-15,  77-17,  78-19,  78-33,  78-34,  79-7. 

Cierebie j ,  A.  -  69-18,  71-9. 

Clark,  G.  -  66-5,  66-26,  66-34,  69-19. 

Cobb,  B.  B.,  Jr.  -  62-2,  62-3,  63-31,  65-19,  65-22,  67-1,  68-14,  71-30, 

71-36,  71-40,  72-18,  72-22,  72-33,  73-7,  74-2, 
74-7,  74-8,  75-3,  76-6. 

Collins,  W.  E.  -  62-17,  63-3,  63-13,  63-14,  63-29,  Tech.  Pub.  #1, 


Cierebie j ,  A. 
Clark,  G.  - 


64- 

-14, 

64-15, 

64-16 , 

,  65-1, 

65-2,  65-17,  65-18, 

65- 

■24, 

66-37, 

67-2, 

67-6, 

67-7,  67-12,  67-19, 

68- 

-2, 

68-10, 

68-28, 

69-15, 

69-20,  70-10,  70-17, 

71- 

■20, 

71-30, 

71-31 1 

,  71-34 

,  71-39,  72-34,  72-35, 

73- 

-17, 

73-18, 

74-2, 

74-3, 

74-7,  75-1,  75-3,  75-4, 

76- 

-12, 

76-14, 

77-24, 

,  78-13 

,  79-7,  79-9,  79-26, 

80- 

■7, 

81-15, 

81-16, 

82-19. 

Constant,  G.  N.  -  73-19,  76-4. 

Cook,  E.  A.  -  72-30,  78-23. 

Crain,  R.  A. -  65-17,  66-2. 

Crane,  C.  R.  -  63-27,  67-21,  70-4,  70-13,  72-12,  77-9,  78-26. 

Crosby,  W.  M.  -  68-6,  68-24,  69-3,  69-5. 


Dark,  S.  J.  - 

Daugherty,  J.  W. 


62-12. 

77-25, 

78-35, 

82-11. 

Jr. - 

78-8. 

76-10, 

78-25, 

80-19. 

W. - 

62-10, 

63-4. 

Jr. - 

63-12, 

68-15, 

68-18, 

80-8. 

Davis,  H.  V.  - 71-41. 

Delafield,  R.  H.  - 69-12. 


deSteiguer,  D.  -  78-4,  80-18. 

Dill,  D.  B.  -  63-33. 

Dille,  J.  R.  -  62-12,  63-2,  63-21,  63-24,  63-27,  66-14,  66-27,  68-8, 

68-16,  72-1,  74-1,  76-7,  77-1,  77-20,  79-19,  80-11, 
81-1,  81-14. 

Dillon.  R.  D.  - 81-7. 


Dillon,  R.  D.  - 81-7. 

Duncan,  J.  C.  -  63-30. 

Earley,  J.  C.  - 62-7. 


Elam,  G.  W.  - 

Emerson,  T.  E. ,  Jr.  - 


73-17,  81-16,  82-19. 

62-18,  63-1,  63-16,  63-22,  66-11. 


Endecott,  B.  R.  -  70-3,  77-9,  77-19. 


Faulkner,  D.  N.  -  78-8,  82-12. 

Feinberg,  R.  -  65-9,  65-25. 

Ferraro,  D.  P.  -  73-12,  75-6. 

Fineg,  J.  -  68-24. 

Fiorica,  V.  -  66-6,  66-11,  66-14,  66-41,  68-4,  68-15,  68-23, 

70-8,  70-18,  71-11,  71-15,  71-23,  71-41. 

Fisher,  R.  G. - 74-4. 

Flux,  M.  -  77-3,  77-16,  82-5. 

Folk,  E.  D.  -  70-18,  72-30,  73-10,  82-8. 


Name 


Report 


Fowler,  P.  R.  - 

Freud,  S.  L.  - 

Friedberg,  W.  - 

Fromhagen,  C.  - 

Funkhouser,  G.  E. 


Galerston,  E.  M.  ■ 
Ganslen,  R.  V.  — 
Garner,  J.  D.  - 

Gay,  D.  J.  - 

Gerathewohl,  S.  J 

Gerke,  R.  J.  - 

Gibbons,  H.  L.  — 

Giles,  E.  - 

Gilson,  R.  D.  - 

Gogel,  W.  C.  - 

Goldman,  R.  F.  — 
Goulden,  D.  R.  — 

Grape,  P.  M.  - 

Grimm,  E.  J.  - 

Grimm,  M.  H.  - 

Guedry,  F.  E. ,  Jr 
Hanneman,  G.  D.  - 

Hanson,  P.  G.  - 

Haraway,  A.  - 

Harper,  C.  R.  - 

Harrison,  H.  F.  - 

Hartman,  S.  - 

Hasbrook,  A.  H.  - 

Hauty,  G.  T.  - 

Hawkes,  G.  R.  - 

Higgins,  E.  A,  — 


Hill,  R.  J.  - 

Hinshaw,  L.  B.  — 
Hoffman,  S.  M.  — 

Holmes,  D,  D,  - 

Houk,  V.  N.  - 

Huffman,  H.  W.  — 
Hufnagel,  C.  A.  - 

Hunter,  C.  E.  - 

Hurst,  M.  W.  - 

Hutto,  G.  L.  - 

Hyde,  A.  S.  - 


-  63-8,  67-5,  75-7,  77-17,  80-10. 

-  64-9,  64-10,  64-17,  66-25. 

-  71-26,  78-8,  80-2,  82-12. 

-  71-18. 

-  63-25,  66-14,  67-4,  67-17,  68-13,  68-15,  68-18, 

70-5,  71-2,  71-17,  72-17,  73-22,  75-10,  75-14, 
76-11,  77-8,  77-17,  78-19,  79-10,  80-10,  81-8, 
82-10. 

-  68-13,  68-18. 

-  63-12,  63-34. 

-  62-1,  62-9,  65-7,  66-42,  70-19,  72-30,  77-11, 

78-3,  78-23,  79-22,  80-12. 

-  77-24. 

-  69-17,  69-24,  70-9,  71-10,  71-33,  75-5,  77-6, 

78-16,  78-27. 

-  72-4. 

-  68-8,  69-9,  69-10,  71-18. 

-  79-2. 

-  71-20,  71-34,  72-34. 

-  62-15,  63-10,  63-20,  63-28,  64-13,  65-11,  65-32, 

66-22,  66-24,  67-18,  67-20. 

-  62-5. 


71-5, 

72-16,  73-19,  76-4, 

81-4. 

77-8, 

78-13,  80-3,  81-15, 

82-15. 

72-16 

,  73-19,  75-4,  76-4. 

72-1, 

74-1. 

67-6, 

67-7,  71-20,  71-34, 

72-34. 

70-3, 

77-8,  78-8,  81-11. 

68-6, 

68-24,  69-5,  69-13. 

81-1. 

66-30 

66-16 

,  70-21. 

79-2. 

-  62-7, 

62-9, 

62 

-13,  65 

-14,  66 

-32,  68 

-12, 

68-22,  70-7, 

71- 

24,  72- 

9, 

72-27, 

73-9, 

73-23, 

75-12 

,  77 

-24. 

-  65-5, 

65-6, 

65 

-16,  65 

-28,  65 

-29,  65 

-30. 

-  62-11 

,  62-16 

-  63-23 

,  66-14 

9 

66-39, 

68-13, 

68-15, 

68-18 

,  69 

-10, 

70- 

5,  70-8 

9 

71-17, 

71-41, 

72-17, 

73-22 

,  75 

-10, 

75- 

14,  76- 

11 

,  77-8, 

77-17, 

78-5, 

78-19 

,  79 

-10, 

79- 

20,  80- 

9, 

80-10, 

81-8, 

82-10. 

-  71-39 

-  62-18 

,  63-1, 

63-16,  63-22,  63-26,  63-32, 

66- 

11. 

-  69-12 

,  72-17 

9 

73-21, 

73-22, 

74-11, 

75-7, 

76- 

13  77-5. 

-  63-23,  63-26,  66-11. 

-  64-7. 

-  64-15. 

-  64-7. 

-  65-31. 

-  78-39. 

-  72-24,  77-21,  81-5. 

-  63-30. 
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Name 


Report 


Iampietro,  P.  F.  -  62-5,  62-18,  63-1,  63-23,  66-14,  66-23,  68-15, 

69- 10,  70-8,  70-22,  71-2,  71-4,  71-17,  72-17, 
72-35,  75-10,  75-14. 

Ice,  J. -  63-30. 

Irons,  F.  M.  -  73-13,  73-20. 

Jeffress,  L.  A. - 63-7. 

Jenkins,  C.  D.  -  78-39. 

Jennings,  A.  E.  -  69-10,  69-14,  72-5,  72-11,  72-21,  75-10,  75-14, 

76- 1,  76-11,  77-17,  78-19,  78-33,  78-34,  78-37. 

Jones,  K.  N.  -  71-5,  71-7,  71-29,  72-14,  72-16,  72-25,  73-14,  75-1 

Jordan,  J.  L.  - 82-14. 

Josenhans,  W.  K.  T. - 65-8. 

Karim,  B.  -  72-27. 

Karson,  S.  -  70-14. 

Keen,  F.  R. - 66-31. 

Kendall,  W.  W.  -  63-25. 

Kidd,  G.  D. ,  Jr. - 79-5. 

Kinn,  J.  B.  - 68-3. 

Kirkham,  W.  R.  -  78-13,  80-3,  80-6,  81-10,  81-15,  82-7,  82-13. 

Knowlan,  D.  M.  - 64-11. 

Korty,  P.  -  62-10,  63-4. 

Kot,  P.  A.  - 64-11. 

Kranz,  G.  -  70-10. 

Lacefield,  D.  J.  -  78-31,  82-15. 

Lacey,  D.  E. -  62-10,  63-4. 

Lacy,  C.  D.  - 71-5. 

Langston,  E.  D.  -  72-6,  72-7. 

Lategola,  M.  T.  -  63-11,  66-16,  66-17,  66-20,  66-21,  70-8,  70-18, 

70- 21,  71-8,  71-19,  72-20,  72-26,  73-10,  74-6, 

77- 3,  77-16,  78-5,  78-20,  79-8,  79-20,  80-9, 

81-2,  82-3,  82-4,  82-5. 

Lay,  C.  D.  -  71-36,  72-22. 

Layne,  P.  J.  - 74-6. 

Leeper,  R.  C.  -  73-23. 

Lennon,  A.  0.  -  75-4,  77-24. 

Lentz,  J.  M.  - 76-14. 

Leverett,  S. ,  Jr.  -  63-30. 

Lewis,  M.  A. -  78-7,  78-36,  79-3. 

Lewis,  M.  F.  -  67-8,  67-16,  67-24,  68-20,  68-27,  70-15,  71-27, 

71- 32,  71-42,  72-29,  73-6,  73-12,  73-18,  75-6, 
79-4,  79-14,  81-6,  82-6. 

Lewis,  R.  A.  -  69-6,  69-16. 

Linder,  M.  K.  - 80-11. 

Loewenfeld,  I. - 65-9. 

Lowenstein,  0.  - 65-9. 


Lowrey ,  D.  L.  - 

72-6,  77-11, 

78-3, 

79-22, 

80-12,  80-13 

82-13. 

Luchsinger,  P .  C .  - 

64-8. 

Lyne,  P.  J.  - 

63-8,  73-10, 

77-3, 

77-16, 

78-20,  81-2, 

Lynn,  C.  A. 


82-4. 

73-10. 
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Name 


Report 


Mastrullo,  A.  R.  - 81-15 

Masucci,  F.  D.  -  63-22. 

Mathews,  J.  J.  -  72-18,  72-22,  72-33,  73-7,  74-2,  74-7,  75-3. 

McClenathan,  J.  E.  - 64-7. 

McConville,  J.  T.  - 76-9. 

McCoy,  J.  -  66-17. 

McFadden,  E.  B.  -  62-13,  62-21,  63-9,  65-7,  66-7,  66-13,  66-20, 

67-3,  67-4,  67-9,  70-20,  71-37,  72-10,  78-1, 

78-4,  78-9,  79-13. 

McKenzie,  J.  M.  -  63-8,  66-41,  67-5,  71-2,  71-21,  73-21,  73-22,  74-11, 

75-7,  75-10,  75-14,  76-11,  76-13,  76-15,  77-17, 
77-23,  78-18,  78-19,  78-30,  78-40,  79-10,  79-20, 
80-10,  81-8,  81-13,  82-10. 


Mehling,  K.  D.  -  71-31. 

Melton,  C.  E. ,  Jr.  -  63-5,  64-18,  66-35,  66-39,  67-15,  68-26,  69-1, 


69-12, 

71- 

2, 

71-21, 

71 

-23, 

72 

-17 

,  73-15 

» 

73-21, 

73- 

22 

,  74-11 

,  75-7, 

76 

-2, 

76-13, 

77 

-5, 

77-23, 

78- 

5, 

78-18, 

78 

-40, 

79 

-20 

,  80-9, 

80 

-16 

81-13, 

82- 

17 

, 

Melton,  R.  J.  - 

79-23, 

Mertens,  H.  W.  - 

62-32,  66-22 

» 

66-38, 

67- 

20, 

67- 

24, 

68-27, 

70 

-15 

71-42, 

72- 

29 

,  75-6, 

77 

-12, 

78 

-15 

,  79-4, 

79 

-25 

81-6, 

81-8 

, 

Me r tens ,  R.  A.  - 

67-2,  68 

-7, 

70 

-10,  71 

-5, 

82- 

6, 

82- 

10. 

Hi lb  urn ,  N.  J.  - 

82-10, 

Mohler ,  S.  R.  - 

62-4,  62 

-20, 

63-2,  65 

-7, 

65- 

13, 

66 

-1,  66- 

3, 

66- 

66-25,  66-29,  66-30,  66-31,  66-32,  67-22,  68-8, 
68-16,  69-2,  69-17,  69-18,  70-12,  71-9,  71-10, 
71-33,  72-2,  72-28,  75-5,  80-4. 


Moore,  C.  M.  - 

-  69-19, 

Morgan,  J.  C .  - 

-  68-26 . 

Morris,  Edward  W,  - 

-  66-27, 

Morris,  Everett  W.  - 

-  70-9. 

Moser,  K.  M,  - 

-  64-5,  64-7,  64-8. 

Moses,  R.  - 

-  66-14,  68-4,  71-11, 

71-15, 

Mullen,  S.  R*  - 

-  77-17,  78-19,  79-10 

Murcko,  L .  E .  - 

-  76-4,  77-1. 

Nagle,  F.  J.  - 

-  63-12,  63-34,  64-2, 

66-36. 

Naughton,  J.  - 

-  64-2,  66-17,  66-21, 

66-36. 

Neal,  G .  L.  - 

-  65-31. 

Neas,  B.  R.  - 

-  78-8,  80-2. 

Nelson,  J.  M.  - 

-  71-26. 

Nelson,  P.  L.  - 

-  72-33,  73-7,  74-8. 

Newton,  J.  L.  - 

-  63-33. 

Newton,  N .  L.  - 

-  62-12. 

Nichols,  E ,  A.  - 

-  72-2. 

Norwood,  G.  K.  - 

-  71-25,  71-38,  82-14 

. 

O’Connor,  W.  F.  - 

-  65-10,  66-10,  66-15 

. 

O'Dell,  J.  W.  - 

-  70-14. 

0’Doherty,  D.  S.  - 

-  65-4. 

Ozur,  H .  - 

-  82-11 
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Name 


Page,  B.  B.  - 

Pearson,  D.  W.  - 

Pearson,  R.  G.  - 

Pendergrass,  G.  E. 

Perloff,  J.  K.  - 

Perry,  R.  B.  - 

Phillips,  E.  E.  — 

Pickrel,  E.  W.  - 

Pidkowicz,  J*  K.  - 
Pinker son,  A.  L.  - 

Pinski,  M.  S.  - 

Podolak,  E .  - 

Polis,  B .  D.  - 

Pollard,  D.  W.  - 

Price,  G.  T.  - 

Purswell,  J.  L.  — 

Raeke,  J.  W.  - 

Rana ,  B.  - 

Rasmussen,  P.  G.  - 


Reed,  W.  - 

Reighard,  H.  L.  — 

Reins,  D.  A.  - 

Revzin,  A,  M.  - 

Reynolds,  H.  I.  — 
Reynolds,  H.  M.  — 

Rice,  N.  - 

Rieger,  J.  A.,  Jr. 

Rizutti,  B.  L.  - 

Roberts,  P.  A.  - 

Robinson,  C.  P.  — 

Robinson,  S.  - 

Rock,  D.  B.  - 

Rose,  R.  M.  - 

Ross,  A.  - 

Rowlan,  D.  E.  - 

Rowland,  R.  C.,  Jr 

Ryan,  L.  C.  - 

Ry lander,  R.  - 

Saldivar,  J.  T.  — 


Sanders,  D.  C,  - 

Scarborough,  W.  R. 
Schroeder,  D.  J.  — 


Scow,  J.  - 

Seipel,  J.  H. 
Shanbour,  K, 


-  63-22. 

-  68-17,  69-7,  69-19. 

-  63-35,  65-10,  65-31,  66-19. 

-  63-27,  66-10,  66-15. 

-  64-19. 

-  64-8. 

-  6  3-34. 

-  77-25,  79-18,  82-11. 

-  80-8. 

-  64-11. 

-  78-4,  78-14. 

-  65-25,  68-3. 

-  71-2,  73-21,  73-22. 

-  78-3,  79-6,  79-23,  82-8. 

-  69-3,  69-13,  74-4,  77-8. 

-  72-27,  73-23. 

-  62-21. 

-  75-9. 

-  70-7,  71-24,  72-9,  73-9,  75-12,  77-2,  77-7,  77-13 

77-14,  78-17,  78-22,  78-28,  78-29,  78-41,  79-22, 

80- 13,  81-7. 

-  72-6,  73-1. 

-  65-3,  76-8,  78-35. 

-  63-26,  65-27,  66-11. 

-  70-11,  73-3,  73-4,  77-22,  78-2,  79-15. 

-  67-4. 

-  75-2,  75-13,  76-9,  82-9. 

-  70-10. 

-  66-11. 

-  76-6. 

-  78-31,  82-15. 

—  77-19,  78-26. 

-  63-33. 

-  82-11 

-  78-39. 

-  67-22. 

-  72-15. 

-  67-10. 

-  70-3,  75-5,  80-4. 

-  73-11. 

-  66-39,  68-26,  72-17,  73-21,  73-22,  74-11,  75-7, 

76-13,  77-5,  77-23,  78-18,  78-40,  80-18, 

81- 13. 

-  67-21,  70-4,  70-13,  72-12,  77-9. 

■ -  64-12,  65-8,  65-15. 

-  68-10,  70-10,  71-6,  71-16,  71-20,  71-31, 

71-34,  71-39,  72-34,  73-17,  79-9,  81-16, 

82- 19. 

-  66-15. 

-  64-6,  65-4,  67-11. 

-  66-17,  66-21. 
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Name 


Siegel,  P.  V.  - 
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performance  under  auditory  distraction,  72-14. 
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effects  on  aviation  safety,  80-11. 
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orthostatic,  63-34,  82-3,  82-4. 

prediction  for  thermal  environments,  71-4. 

work  at  altitudes,  82-3. 

Toxicology 

combustion  products  of  cabin  materials,  77-9. 
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distractibility  with  monotony,  72-25. 
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